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MEMORANDUM FOR: Deputy Director for Support 

SUBJECT : Revised Fiscal Year 1970 Staff Personnel 
Ceiling 

REFERENCE : Memo to Director of Personnel fr DD/S 


dtd 4 March 1970 (DD/S 70-0009) Subj: 
Staffing Complement Adjustment. 

Memo to Executive Director-Comptroller 
fr DD/S&T dtd 12 March 1970 (DDS&T 
875-70), Subj: Transfer of Two Ceiling 
Positions from OCS/DDS&T to OC/DDS 


In accordance with referenced memoranda, the Executive 


Director-Comptroller has authorized an increase in your Fiscal 


25X1 
Year 1970 Staff Position Ceiling as follows: 


“John M. Clarke 
Director of Planning, 
Programming, and Budgeting 


cc: Director of Personnel 
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